
Intfersoll 

^ Borg-Warn e 


STEEL DIVISION 

er Corporation 


NEW CASTLE, INDIANA 



CLOSED BACK SQUARE POINT 


Size 2 

Blade Dimensions 9J4” x 12" 

DEE HANDLE 

LONG HANDLE 

GRADE 

BRAND 

CATALOG NO. 

CATALOG NO. 

Alloy 

Super Alloy 

600M2 

601M2 

A 

Hi-Quality 

600A2 

601A2 

B 

Hi-Temper 

600B2 

601B2 

B 

Star-Lite 

600B2L 

601B2L 

C 

Hi-Carbon 

600C2 

601C2 



HOLLOW BACK SQUARE POINT 


Size 2 

Blade Dimensions x 12" 

DEE HANDLE 

LONG HANDLE 

GRADE 

BRAND 

CATALOG NO. 

CATALOG NO. 

Alloy 

Super Alloy 

900M2 

901M2 

A 

Hi-Quality 

900A2 

901A2 

B 

Hi-Temper 

900B2 

901B2 

B 

Star-Lite 

900B2L 

901B2L 

C 

Hi-Carbon 

900C2 

901C2 



CLOSED BACK ROUND POINT 


Size 0 Blade Dimen. 79s” 
Size 2 Blade Dimen. 9" 

x 10" 
x 12" 

DEE HANDLE 

LONG HANDLE 

GRADE 

BRAND 

SIZE 

CATALOG NO. 

CATALOG NO. 

Alloy 

Super Alloy 

2 

602M2 

603M2 

A 

Hi-Quality 

2 

602A2 

603A2 

B 

Hi-Temper 

2 

602B2 

603B2 

B 

Star-Lite 

2 

602B2L 

603B2L 

C 

Hi-Carbon 

2 

602C2 

603C2 

A 

Hi-Quality 

0 

602A0 

603A0 

B 

Hi-Temper 

0 

602B0 

603B0 

C 

Hi-Carbon 

0 

602C0 

603C0 


HOLLOW BACK ROUND POINT 


Size 0 Blade Dimen. 79s" 
Size 2 Blade Dimen. 9" 

x 10" 
x 12" 

DEE HANDLE 

LONG HANDLE 

GRADE 

BRAND 

SIZE 

CATALOG NO. 

CATALOG NO. 

Alloy 

Super Alloy 

2 

902M2 

903M2 

A 

Hi-Quality 

2 

902A2 

903A2 

B 

Hi-Temper 

2 

902B2 

903B2 

B 

Star-Lite 

2 

902B2L 

903B2L 

C 

Hi-Carbon 

2 

902C2 

903C2 

A 

Hi-Quality 

0 

902A0 

903A0 

B 

Hi-Temper 

0 

902B0 

903B0 

C 

Hi-Carbon 

0 

902C0 

903C0 




DEE HANDLE GARDEN SPADES 




LONG HANDLE IRRIGATING SHOVELS 


CLOSED BACK 


HOLLOW BACK 


Blade Dimensions 

Size 2—7" x 12" 

No. 624 

CLOSED BACK 

No. 924 

HOLLOW BACK 

GRADE 

BRAND 

CATALOG NO. 

CATALOG NO. 

A 

Hi-Quality 

624A2 

924A2 

B 

Star-Lite 

624B2L 

924B2L 

C 

Hi-Carbon 

624C2 

924C2 


If long handles are required, PREFIX regular number with the letter “L . 


Size 1 Blade Dim. 8ii" x 
Size 2 Blade Dim. 8%" x 

11" 

CLOSED 

BACK 

HOLLOW 

BACK 

GRADE 

BRAND 

SIZE 

CATALOG NO. 

CATALOG NO. 

B 

Hi-Temper 

1 

651B1 

951B1 

C 

Hi-Carbon 

1 

651C1 

951C1 

B 

Hi-Temper 

2 

651B2 

951B2 

B 

Star-Lite 

2 

651B2L 

951B2L 

C 

Hi-Carbon 

2 

651C2 

951C2 














































































Inrfersoll 

Boxg-Warne 


STEEL DIVISION 

or Corporation 


NEW CASTLE, INDIANA 


DEE HANDLE SHOVELS, SPADES AND SCOOPS 



CLOSED BACK SPADES 



CORRUGATED COAL SHOVELS 


No. 618- 

-CLOSED BACK 

RI . p,. Size 14—6" x 14" 

Blade Uimen. 

Size 16—6 x 16 

GRADE 

BRAND 

SIZE 

CATALOG NO. 

A 

Hi-Quality 

14 

618A4 

B 

Hi-Temper 

14 

618B4 

A 

Hi-Quality 

16 

618A6 

B 

Hi-Temper 

16 

618B6 


No. 620— CLOSED BACK 

Blade Dim. Size 14-5*4" x 14" 
Size 16—5%" x 16" 

GRADE 

BRAND 

SIZE 

CATALOG NO. 

A 

Hi-Quality 

14 

620A4 

B 

Hi-Temper 

14 

620B4 

A 

Hi-Quality 

16 

620A6 

B 

Hi-Temper 

16 

620B6 


If long handles are required, PREFIX regular number with the letter “L”. 


No. 966— 

HOLLOW BACK 

RI . p.. Size 2—1316" xl4H" 

Blade Dim. 4 

Size 4—14% x 15" 

GRADE 

BRAND 

SIZE 

CATALOG NO. 

Alloy 

Super Alloy 

2 

966M2 

A 

Hi-Quality 

2 

966A2 

B 

Hi-Temper 

2 

966B2 

C 

Hi-Carbon 

2 

966C2 

Alloy 

Super Alloy 

4 

966M4 

A 

Hi-Quality 

4 

966A4 

B 

Hi-Temper 

4 

966B4 

C 

Hi-Carbon 

4 

966C4 


If long handles are required, PREFIX regular number with the letter “L . 

NOTE: The blades of all the above items in “Alloy,” “A” and “B” 
grades are heat-treated and the handles paper tubed without 
extra charge. “C” grades are not heat-treated; handles are 
paper tubed. 


WESTERN PATTERN CORRUGATED SCOOPS 


No. 960— 

HOLLOW BACK 

Size 8—1394" x 17" 
Blade Dimensions Size 10—14^4” x 18" 
Size 12—1494" x 19" 

GRADE 

BRAND 

SIZE 

CATALOG NO. 

A 

Hi-Quality 

8 

960A8 

B 

Hi-Temper 

8 

960B8 

C 

Hi-Carbon 

8 

960C8 


If sizes 10 or 12 are required, substitute for the number 8 the number of the size desired. If long 
handles are required, PREFIX regular number with the letter “L”. 


NOTE: The blades of all the above items in “A” and “B” grades are heat-treated and the handles 
paper tubed without extra charge. “C” grades are not heat-treated; handles are paper tubed. 




ALUMINUM SCOOPS AND COAL SHOVELS 


CORRUGATED COAL 

• 

No. 966W 

• HOLLOW BACK 

Blade 

Size 2—13*4"xl4*4 

Dimensions 

" Size 4—14%"xl5H" 

BRAND 

SIZE 

CATALOG NO. 

Aluminum 

Aluminum 

2 

4 

966W2 

966W4 


WESTERN PATTERN CORRUGATED • No. 

960W • HOLLOW BACK 

Blade Dimensions 

Size 10—14%"xl8" Size 12—14%"xl9" Size 14—15%"x20" 

BRAND 

SIZE 

CATALOG NO. 

Aluminum 

10 

960W10 

Aluminum 

12 

960W12 

Aluminum 

14 

960W14 


If long handles are required, PREFIX regular number with the letter “L". 



























































